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SUBJECT: HEALTH OF KING KHALID OF SAUDI ARABIA 

REFERENCE: LONDON 4008 

ASSISTANT HEAD OF FCO MIDDLE EAST DEPARTMENT, DAY, TOLD 
EMBOFF MARCH 22 THAT THE FLOOD OF HIGH RANKING SAUDI 
PRINCES COMING TO LONDON TO SEE KING KHALID HAD DE- 
CREASED RECENTLY. DAY SPECULATED THAT THEY HAD WANTED TO 
SEE FOR THEMSELVES WHAT SORT OF CONDITION THE KING IS IN, 

AND DAY ATTRIBUTES THE DECREASE TO THE FACT THAT KHALID'S 
CONDITION IS VISIBLY IMPROVING. DAY COMMENTED THAT THE 
SAUDI AMBASSADOR AS WELL AS THE BRITISH DOCTORS ARE VERY 
RELUCTANT TO COMMENT ON KHALID'S HEALTH TO THE FCO. DAY 
WONDERED HOW MUCH LONGER KHALID WOULD BE ABLE TO CARRY ON 
HIS DUTIES AS KING. 
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